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THE INDEX §S IN THREE PARTS: 

Part 1. Descriptive List OF DOCUMENTS. 
ENTRIES ARE IN NUMERICAL ORDER BY DOCUMENT 
NUMBER$ DESCRIPTIONS INCLUDE TITLES, AUTH= 
ORS, SOURCES, DATES, AND PAGING.» 

Part 2. Kevworo List. 

THIS tS AN ALPHABETICAL LIST OF KEYWORDS 
AND DESCRIPTORS WITH THEIR DOCUMENT NUM= 
BERS. 

Part 4. Name List. 

THIS §S A LIST OF NAMES (AUTHORS) WITH 
THEIR RESPECTIVE DOCUMENT NUMBERS. 











How TO USE THE INDEX: 
INFORMATION MAY BE FOUND BY CONSULTING 
THE KEYWORD LIST, SELECTING WORDS THAT 
BEST DESCRIBE THE NEEDED DATA, te.Es FOR 
"RULES" LOOK UNDER THE KEYWORD "RULES", 
NOTE ITS NUMBERS, AND TURN TO THE OES=— 
CRIPTIVE LIST FOR TITLES UNDER THESE NUMBERS. 
IN SOME CASES MATCHING MUST BE DONE. FOR 
ARTICLES, teEo,g ON "ANIMAL CROSSINGS", 
MATCH THE NUMBERS UNDER "ANIMALS" WITH 
THOSE UNDER "CROSSINGS". THE LIKE NUMBERS 
ARE THOSE THAT REFER TO ARTICLES WHERE 
DATA MAY BE FOUND. 
AN AUTHOR DOCUMENT NUMBER CAN ALSO BE 
MATCHED AGAINST KEYWORD NUMBERS, OR USED 
TO GO DIRECTLY TO THE DESCRIPTIVE LIST, TO 
FINO THE ARTICLES WANTED. 
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TowING 

74 2578 
TUXICITY 

TR 3674 
TRACKS 

79 AT04 
TRACTORS 

78 2577 

TR P57TH 

7A PSA 

7a 3552 

7& %Ha? 

79 0457 

79 N70? 

79 PSUS 

79 Axes 

79 PsP 

7Y 3320 

72 3321 

79 %AK3R 
TRAINING 

7A 1720 

FY F395 

79 3835 
TREATMENTS 

76 1179 
TREFS 

79 3839 
TRUCKS 

78 %nARa 
TURNING 

79 07902 
TURNOVER 

78 3552 

79 43321 
TYPES 

78 3552 

78 3553 

79 0792 

79 331 
USES 


79 3317 
VACATIONS 
7A 1728 


VANS 
79 3320 
VICTIMS 
79 2308 
79 2315S 
VOLTAGES 
79 3319 
WAGONS 
78 2589 
WARNINGS 
esi 
3316 


1727 
WEATHER 
76 3679 
79 0704 
WEFK ENDS 
79 2312 
WEEKS 
78 2581 
79 2304 
79 2313 
WINDOWS 
78 36079 
WINNERS 
9352 
459 


3679 
3634 


0553 
1174 
$552 
3321 
weETTINGS 
9 0406 
Youth 
74% 3549 
79 5321 
79 3835 





PAPT 3, NAME LIST 


AKFw HNAVIL § 
74 8550 
HAKER L DALE 
74 PSK 
74 3555 
75 %oR4 
79 ded 
74 0705 
74 2308 
79 2317 
74 $322 
BRISTOL BENTON 
79 $319 
BURKE JACK 
74 1348 
74 9177 
7s 1178 
1724 
en 
2576 
e577 
?S74H 
3549 
$553 
4676 
46074 
3079 
0456 
V457 
9701 
0792 
esal 
2309 
e310 
2314 
$310 
$317 
$834 
CARIER JIMMY 
72 e304 
CHAPMAN BARBARA 
7A 1179 
74 3677 
FISCHER CRAIG 
74 0704 
FLETCHER BILL 
7Y 3838 
79 $840 
HIRSH TOM 
79 2315 
LUSH JERRY 
74 1727 
NELSON GARY § 
7m 1181 
RILFY wm F JR 
74 3682 
78 36R3 
SCHNIEDER ROLLIN 
74 9350 
SULLIVAN # D 
74 0353 
74 1182 
74 1729 
VOLIN LARRY kK 
79 3835 








